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Message Text 

CONFIDENTIAL 

PAGE 01 PEKING 02621 110307Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO FEA-01 ERDA-05 AID-05 CEA-01 
CIAE-00 COME-OO DODE-OO EB-08 FPC-01 H-01 INR-07 
INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-05 USIA-06 
OES-07 SP-02 SS-15 STR-05 TRSE-00 ACDA-12 /108 W 

062250 112152Z/64 

R 110038Z NOV 77 
FMUSLO PEKING 
TO SECSTATE WASHDC 9133 
INFO AMCONSUL HONG KONG 
AMEMBASSY TAIPEI 
AMEMBASSY TOKYO 
CINCPAC HONOLULU HI 

CONFIDENTIAL PEKING 2621 

NOFORN 

CINCPAC ALSO FOR POLAD 

E.O. 11652: GDS 
TAGS: ENRG, CH 

SUB J : CHINESE POWER SYSTEM 

REF: HONG KONG 13820 

THE CYCLE VARIATIONS MENTIONED IN PARA 2 REFTEL ARE 
APPARENTLY COMMON. WE HAVE BEEN TOLD OF CYCLES AS 
LOW AS 46 IN PEKING AND 45 IN NANKING. WHILE THESE 
FIGURES MAY BE EXTREME, EIGHT AND TEN PERCENT 
RESPECTIVELY, THEY COULD LEAD TO BREAKDOWNS 
IN EQUIPMENT USING THE POWER. 

WOODCOCK 

CONFIDENTIAL 
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